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U.S. DEPARTMENT OF COMMERCE 
National Oceanic and Atmospheric Administration 
Rockville, Md. 20852 


STATINTL 


In reply refer to IA1 


DOC Declassification & Release Instructions on File - No referral to DOC 

MAR 2 6 1974 


Academician M.V. Keldysh 
President, Academy of Sciences 
of the U.S.S.R. 

Leninsky Prospekt 14 
Moscow, U.S.S.R. 


Dear Academician Keldysh: 


At its second meeting in Washington, D.C., November 13-16, 1973, 
the U.S. -U.S.S.R. Joint Committee for Cooperation in the Field 
of Environ mental Prote ction, designated the Academy of Sciences 
of the U.S.S.R. and' the U.S. National Oceanic and Atmospheric 
Administration as the organizations primarily responsible for 
initiating cooperative efforts in the field of Tsunami Warning 
Systems under Area IX of the Agreement . The first meeting of 
specialists to investigate the possibility of creating. a 
consolidated tsunami early wanning system was planned for the 
third quarter of 1974 in the United States . 

We are prepared to host this meeting in Washington, D.C., at a 
mutually convenient time during the third or fourth quarters of 
1974 or .the first quarter of 1975 • A visit to the field facilities 
of the Tsunami Warning System in Honolulu, Hawaii, could he 
arranged following the meeting in Washington. 
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uenevti 'ui&o *one xoxxowxng suojeco^ cMULda ue juicxuaed m the 
agenda of the first meeting of tsunami specialists: 


a. Seismic, tide, and other data requirements of 
a consolidated warning system; 
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h. Communications arrangements for the exchange of 
data and issuance of warnings; 

c. Standardization of data exchange formats; 

d. Proposals for warning system tests and warning 
formats; 

e. Proposals for joint tsunami research projects. 


I am designating Mr. Bertrand J. Thompson, the U.S. Coordinator 
for the Tsunami Warning System, as the U.S. subject Chairman for 


Approved For Release 2001/09/03 : CIA-RDP79-00798A000700090006-6 


L . J 


m*'"-.- ... " • J. 

Apprqvpd For Release 2001/09/03 : CIA-RDPTO*00798A000700090006-6 

Page 2 


, t would appreciate receiving 

cooperation under the Agreement. ^ goon as possi ble, so 

the name of his Soviet co ^_;; ^ directly and proceed with 

that Mr. Thompson may contact him direct 
the planning of the meeting of specialist,. 

Mr. Thompson’s address is as follows: 

Mr. Bertrand J. Thompson 
Office of Oceanography 
National Weather Service ■ 

Rational Oceanic and Atmosphen 

Silver^" Spring , Maryland 20910 

I look forward t0 J^envSlgefwhSrthfsuhjecrof Tsunami 
SiLlVstrr include, in tnis i— • 

Sincerely, 


hUk 1$ 


Robert M. White 

Administrator 


cc: 


Academician E.K. Fedorov 
Mr. Russell E. Train 
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'• /> MEMBERS 
OF THE 

SOVIET DELEGATION TO THE FIRST 
JOINT COMMITTEE ON COOPERATION IN 


SESSION OF THE 
THE FIELD OF ENERGY 


P* S. Neporozhniy 
D. A. Takoyev 
V. P. Gera simov 


Yu. V. Zaytsev 


Minister of Power and 
Electrification 

Deputy Minister of the 
Petroleum Industry 

Deputy Minister -of the 
Coal Industry 

Deputy Minister of the 
Gas Industry 


EXPERTS 


I*. A. Trubitsyn 

K. D. Lavrenenko 


A. A. Toitskiy 


A. V. Stolyarov 


Chief of the Main Technical 
. Administration, Ministry of 
Power and Electrification 

Member of the Collegium, 

USSR State Committee for 
Science and Technoloay (SCST) 

Chief of the Mam Deoartment 
for Design and Research, Minist 
of Power and Electrification 

Chief, Foreign Relations 
Department, Ministry of Power 
and Electrification^ 


Yu. N. Gubkin 
P. I. Medvedev 
I* T. Aladyev 


Science Counselor, Embassy of . 
the Soviet Union 


• . • Attache, .Embassy of the Soviet 
Union 


Deputy Director, 
Power Institute 


Krzhizhanovskiv 
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V. A. Semenov - ‘'Deputy Chief Engineer, Central 

Dispatching Administration , 
Ministry of Power and 
Electrification 

A. A. Yarilov * *• , Expert, Foreign Relations 

Department, SCST 

I. 'S. Gortinskiy Senior Engineer, Foreign 

Relations Department, Ministry 
of Power and Electrification 

V. P. Korytnikov Director, Design Institute for 

Industrial Power Plants 

Ye. M. Shelkov Deputy Director of the Institute 

for High Temperatures 

9 

V. M. Troshin . Interpreter ‘ 

L. I. Galperin ‘ * .Interpreter 

. . • j • -..•••• 
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